TYPE NC 1/4-H.P. BELT DRIVE SPRAY-PAINTING OUTFITS 



Spray Equipment with 
NC-616 Outfit 


EFFICIENT—LOW PRICED 
THE BEST VALUE, DOLLAR FOR DOLLAR, 

IN SMALL SPRAY PAINTING EQUIPMENT 

For small interior and exterior maintenance painting jobs in 
shops, factories and public buildings. Same outfits may be 
used with lacquer or enamel for refinishing equipment or 
touching up automobiles, trucks, tractors, etc. Economically 
operated from a light socket. 

AIR COMPRESSING EQUIPMENT 
Type NC : H.P. electric motor, "V" belt driven air compres¬ 
sing unit mounted on metal base. Piston type, single cylinder, 
ball bearing compressor has 2 -in. bore by 1 J^-in. stroke. Dis¬ 
placement of 2.81 C.F.M., maximum working pressure 40 lbs. 
Holds Types GD and GDS spray guns at 30 lbs. Air chamber 
between compressor and motor removes pulsation of air, serves 
as oil and moisture separator and is provided with safety valve, 
drain cock and connection for air hose. Outfit equipped with 
8 -ft. electric cord and attachment plug with switch at motor. 

SPRAY GUNS 

Type GD: (supplied with NC-616 and 622 outfits) is pressure 
feed type with one quart metal cup. May be used with all 
types of house and wall paints, enamels, varnish, lacquer, 
shellac, stains, etc. A low pressure spray gun with which an 
operator can work with speed. 

Type GDS: (supplied with NC-601 outfit) is suction feed type 
with 1 quart cup. Sprays all light weight materials that can 
be applied by suction feed. 


SPRAY EQUIPMENT FURNISHED WITH 
TYPES NC-601. NC-616 AND NC-622 OUTFITS 


Type NC-601 Spray Painting Outfit 
Spray Gun : 1 Type GDS-606, suction feed with 1 qt. 
metal cup. $13.85 

Hose: 1 Type H-5204, 12-ft. length M*in. braid cov¬ 
ered air hose with connections. 1.66 

Type NC-616 Spray Painting Outfit 
Spray Gun: 1 Type GD-502-2, pressure feed with 

1 qt. metal cup. 9.85 

Hose: 1 Type H-5204, 12-ft. length M-in. braid cov¬ 
ered air hose and connections. 1.66 

Type NC-622 Spray Painting Outfit 
Spray Gun: 1 Type GD-502-2, pressure feed with 

1 qt. metal cup. 9.85 

Adapter : 1 Type GD-602 to permit use of gun only 
with pressure feed tank. 25 

Pressure Feed Tank: 1 Type QN-5002-1, 2 gallon 
capacity. 11.95 

Hose : 1 Type H-5212, 15-ft. length ^Q-in. braid covered 

air hose and conn., compressor to paint tank. . 2.38 

1 Type H-5204, 12-ft. length M-in. braid covered 
air hose and connections, compressor or paint 

tank to spray gun. 1.66 

1 Type H-5110-1, 12-ft. length fluid hose and 
connections, paint tank to spray gun. 2.82 


PRICES— DE VILBISS TYPE NC BELT DRIVE SPRAY-PAINTING OUTFITS 


For Electric Current 


A.C., 115 Volt, 50 or 60 Cycle, Single Phase.. 

A.C., 115 Volt, 25 Cycle, Single Phase. 

A.C., 230 Volt, 50 or 60 Cycle, Single Phase., 

A.C., 230 Volt, 25 Cycle, Single Phase. 

D.C., 115 or 32 Volt. 

D.C., 230 Volt. 

Universal Motor, 115 Volt, 1/3 H.P. 

Universal Motor, 230 Volt, V 3 H.P. 

Domestic Shipping Weight. 

Export Shipping Weight. 

Export Cubic Feet. 

Note: If straight pipe threads instead of DeVilbiss 


Type NC-601 
Outfit 
Complete 

Type NC-616 
Outfit 
Complete 

Type NC-622 
Outfit 
Complete 

Type NC-501-8 
Air Compressing 
Equipment Only 

$53.71 

$49.71 

$67.11 

$38.20 

56.01 

52.01 

69.41 

40.50 

55.26 

51.26 

68.66 

39.75 

60.26 

56.26 

73.66 

44.75 

62.51 

58.51 

75.91 

47.00 

64.01 

60.01 

77.41 

48.50 

70.51 

66.51 

83.91 

55.00 

72.01 

68.01 

85.41 

56.50 

58 lbs. 

58 lbs. 

79 lbs. 

55 lbs. 

85 lbs. 

85 lbs. 

105 lbs. 

82 lbs. 


3 ■ 3 6 3 


standard threads are desired, prefix type symbol with letter “P”. Example: P-NC-601. 
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TYPE NK Vi-H.P. ELECTRIC SPRAY PAINTING OUTFIT 




A SPRAY-PAINTING OUTFIT OF SMALL 
SIZE BUT OF LARGE CAPACITY 

Designed for wide and varied use in the painting 
of interiors and for refinishing shop and factory 
equipment. Splendid for contracting painters as 
supplementary equipment for medium sized jobs 
to avoid tying up their larger outfits. Easily port¬ 
able by one person. Yet the outfit is large 
enough to produce high quality work at surpris¬ 
ing speed. Runs quietly and without vibration. 

SPRAY EQUIPMENT FURNISHED WITH 
TYPE NK-616 OUTFIT 

Spray Gun: 1 Type CMF-501 Internal Mix. Sprays 
all kinds of painting and finishing materials. . . $16.00 


Pressure Feed Tank: 1 Type QN*5002-1, 2 gallon 
capacity. 11.95 

Hose: 1 Type H-4045, 25-ft. length -^le-in. braid cov¬ 
ered air hose and connections, compressor to 

paint tank. 3.43 

1 Type H-5204, 12-ft. length Ji-in. braid covered 
air hose and connections, paint tank to spray gun 1.66 
1 Type H-5110-1, 12-ft. length ^6*in. fluid hose 
and connections, paint tank to spray gun. 2.82 


Note: If straight pipe threads instead of DeVilbiss standard threads 


All prices are in compliance with the 
regulations of Office of Price Admini¬ 
stration, are f.o.b. Toledo, Ohio, include 
normal commercial export packing 
where required, are subject to change 
without notice and to the addition of the 
amount of any tax which may be im¬ 
posed by any government or subdivision 
thereof, either as an excise, sales or 


AIR COMPRESSING EQUIPMENT 

Type NK: Y 2 H.P. electric motor driven air compressing 
equipment mounted on caster base. Two cylinder, ball 
bearing compressor of latest design has 2-in. bore by 2-in. 
stroke, displacement of 5.88 C.F.M. Maintains continuous 
working pressure of 50 lbs. Compactly assembled and easy 
to move. Air chamber between motor and compressor 
removes air pulsation and serves as oil and moisture 
separator. Equipped with safety valve, drain cock and 
connection for air hose. Furnished with 20 feet electric 
cord and attachment plug with switch at motor. 

PRICES— DE VILBISS TYPE NK 
SPRAY-PAINTING OUTFIT 


Type NK-616 TypeNK-501-7 
Electric Electric Air 

For Electric Current Spray-Painting Compressing 
Outfit Complete Outfit Only 


A.C., 115 or 230 Volt, 


50 or 60 C., S. Ph... . 
A.C., 115or 230 Volt, 

$150.86 

$115.00 

25 C., S. Ph. 

160.86 

125.00 

D.C., 115 Volt. 

150.86 

115.00 

D.C., 230 Volt. 

152.36 

116.50 

Domestic Shipping Wt.. . 

142 lbs. 

120 lbs. 

Export Shipping Wt. 

217 lbs. 

175 lbs. 

Export Cubic Feet. 

8 

6 

desired, prefix type symbol with letter “P”, 

. Example: P-NK-( 


materials for those normally used and 
which we may not be able to obtain 
because of war requirements. 

Shipping weights and measurements 
are approximate, because of variations 
in size and weight of packing cases. We 
cannot, therefore, guarantee these as 
accurate for computing transportation 
charges or specific customs duties. 


privilege tax. 

Orders are accepted with the under¬ 
standing that deliveries may be de¬ 
ferred, because of force of circum¬ 
stances, and that the price or prices, 
type symbol and number and the speci¬ 
fications in effect on the date of ship¬ 
ment shall apply. We reserve the right 
to substitute other suitable metals and 
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